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ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO ERDA-07 AID-05 CEA-01 CIAE-00 

CIEP-02 DODE-OO EB-07 FEAE-00 FPC-01 H-02 INR-07 

INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 

SAM-01 OES-06 SP-02 SS-15 STR-04 TRSE-00 ACDA-10 

XMB-04 NRC-07 /127W 

006288 

R 141023Z JUL76 
FM AMEMBASSY LISBON 
TO SECSTATE WASHDC 7834 

UNCLAS LISBON 4723 

DEPARTMENT PASS COMMERCE FOR MEPD 

E.O. 11652: N/A 
TAGS: BENC, ENRG, PO 

SUB J : MAJOR EXPORT PROJECTS: PORTUGUESE NUCLEAR POWER PLANT 

REF: (A) STATE 169951 (B) LISBON 4380 

FOLLOWING KEYED TO PARA. 2 OF REFTEL A: 

(A) 1 . SITE HAS BEEN SELECTED. IT IS AT FERROL, NEAR 
PENICHE ON CENTRAL COAST. SITE STUDIES WERE DONE BY 
SWEDISH FIRM SWECO, WHO SUB-CONTRACED EARTHQUAKE 
ASPECTS TO U.S. EXPERT NAMED DODDS. 

2. SAFETY ANALYSIS WILL BE ARRANGED BY JUNTA DE 
ENERGIA NUCLEAR. INTERESTED FIRMS SHOULD CONTACT: 

ENG. CARREIRA PICH: DIRECTOR-GENERAL OF NUCLEAR 
AND INDUSTRIAL FUELS AND REACTORS; AVENIDA DA 
REPUBLICA 45-5, LISBON. TELEPHONE 76 97 53. 

3. OTHER ENGINEERING ASPECTS WILL BE INCLUDED 

IN ARCHITECTURAL ENGINEERING CONTRACT. ALTHOUGH 
CPE HAS IMPRESSION THAT ONLY U.S. FIRM INTERESTED 
INARCHITECTURAL ENGINEERING ASPECTS WOULD BE STONE AND 
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WEBSTER, IT PLANS TO ISSUE OPEN BIDDING INVITATION. 
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REGARDING ENGINEERING CONSTRUCTION ASPECTS, 
INTERESTED PARTIES SHOULD CONTACT ENG. ROCHA 
CABRAL; NUCLEAR PROJECT DIRECTOR; CPE; RUA 
CONDE REDONDO 145-4, LISBON 1. 

(B) ROSA'S TITLE IS DIRECTOR OF NUCLEAR FUEL CYCLE 
SECTION, NUCLEAR PROJECT TASK FORCE; CPE. 

(C) ALL FIRMS ARE ON SOLICITATION LIST EXCEPT FOR 
COMBUSTION ENGINEERING. ROSA SAID THAT THIS COMPANY 
HAS NEVER BEFORE SHOWN INTEREST IN BIDDING FOR 
EUROPEAN PROJECT. INVITATION TO BABCOCK AND WILCOX 
WAS TO BE SENT TO EUROPEAN AFFILIATE BABCOCK/BROWN/ 
BOVERI. IF COMBUSTION ENGINEERING AND BABCOCK 

AND WILCOX DESIRE SEPARATE INVITATIONS, THEY SHOULD 
SEND LETTER EXPRESSING INTEREST TO ENG. ROCHA 
CABRAL AT ADDRESS GIVEN (A) 3 ABOVE. 

CARLUCCI 


UNCLASSIFIED 
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